THE ELECTRIC CIRCUIT

is pushed to the right, more wire is included in the circuit, the resist-
ance is increased and the current decreased.

CONNECTING WIRE
To connect the various coils, plug keys, etc., in an electric circuit,
copper connecting wire is used. This wire is generally about 0*9 mm.
in diameter (S.W.G. 20 to 22) and is cotton covered. The cotton
covering insulates the wire from any other conductor with which it
may be in contact, causing the current to traverse the whole length of
the wire. In using a piece of wire for connecting two terminals, the
ends must be bared.